Clawfoot Supply Acrylic Tubs 


Range 

Victorian Crystal 

Name 

Victorian Roll Top 

Sizes 

51.18" L x 21.97" H x 28.74" W 
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Resin Cast or solid brass Feet 

Accessories 

Solid brass, chrome plated brass or white resin feet 

Specifications 

Weight of bath free standing 138 LBS. 

Weight of packaged bath, crate included 182 LBS. 

Capacity of water 40 gal. 
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